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Joh n Doe, 
Internal medicine 
l J hone number 

Or Joh n Doe, 
Internal mudichu: 
Phone number 

t$f* Joh n Doe, 
Internal mudichu: 
Phone number 


Dr, John Doe, 
Internal medicine 
Phone number 

Gateway Pregnancy Center 
Free Pregnancy Teste 
Call 908-353-0604 

Dr John Doe, 
Internal medicine 
Phone number 


Suites available: (908) 289-2229 

$2000 is needed to place a large lit sign on the 
700 N. Broad St. building. This will increase 
the number of women coming to the center! 
Can you help? 

Call us at 973-399-8378 or send your gift to: 
Gateway Pregnancy Center / Sign Fund 
960 Springfield Ave, Irvington, NJ 07111 
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